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Module   5-1

Lesson  Topic   5-1-2

30. Section   III   of   the MIM   for   the   radar   trainer
provides  a  table  entitled   "Functional   Check-
Major  Test  Point Waveforms"   which  consists
of   three  columns.     The  Test  Point  column
lists  the major   test   points   in  numerical
order.     Major  test  points   are   star   enclosed
Arabic  numbers.

The   second  column   lists  the  Location   Refer-
ence  Designator   for   each  test  point   and   the
Waveform/Normal   Indication   column   lists   the
waveform  or  voltage   value   for   each  test
point.

Refer   to   table   3-8   in  the   MIM.      The   location
designation   for   the   following   is

A3A3TB1-5

31.' Obtain  the  specific   information  for  the
following major  test points.

Maximum  amplitude  of   noise is__

Indication   is                  ___
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